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Friday 1 August 1917 


| . 1. Drafted letter to Senator Tydings informing him that there is no vacancy 
-STATIN¢oY SM. «= Sent on “ August. 


“ 2. Received call from Mr. Moore, office of Senator Russell, asking status 
STATINAL application of 


i“ 3. Telephoned Mr. Fair, office of Senator Dewney, that ee NTL 
for whom an appointment had been arranged at 0930 on 29 July -~- to ask if he might 
come in later on in the day, and had been told yes, but that we had not heard from 


him since. Mr. Fair said he understood that had arranged an interview through 
some friend of his in CIG. He said to forget the case and expressed appreciation STATINTL 
of the call. 
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